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26 February 1975 


UNITED STATES INTELLIGENCE BOARD 


MEMORANDUM FOR THE UNITED STATES INTELLIGENCE BOARD 
SUBJECT : DCID No. 1/5, "Strategic Warning" 


REFERENCE : USIB-D-5. 1/34, 6 February 1975 


1. The enclosed DCID No. 1/5, approved by the Director of Central 
Intelligence with the concurrence of the United States Intelligence Board as 
of 26 February, is circulated for information and appropriate implementation. 
The DCI made changes to paragraph 3.c. and 3.d. which have been 
incorporated in the attached final version which is to become effective on 
3 March 1975, 


2. Copies of this directive will also be printed in the established 
DCIP farmat and disseminated at‘an early date to hdlders of the Intelligence 
Directives Handbook. 25X1A9a 
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